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REF EGFA 25793 

1 „ SINCE MOB HAS INDICATED WILLINGNESS ACCEPT RESPONSIBILITY AEQUOR PROJECT 


COS APPROVES TRANSFER. 

*■» 


2. ( IhAS SCHEDULED MEET MUNI 29-30 MAY WITH AECAMB.ISTAS k AND 13 


SUGGEST MOB HANDLING CASE OFFICER PARTICIPATE TO EFFECT TURNOVER. 


'l WILL 


CHECK MOB PRIOR MEET, 


END OF MESSAGE 
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